Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 BONN 08117 121822Z 

70 

ACTION EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO SP-02 USIA-15 AID-05 NSC-05 

CIEP-02 TRSE-00 SS-15 STR-04 OMB-01 CEA-01 CIAE-00 

COME-OO FRB-01 INR-07 NSAE-00 XMB-04 OPIC-06 LAB-04 

SIL-01 H-02 L-03 PA-02 PRS-01 /101 W 

086040 

R 121815Z MAY 76 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 8836 
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UNCLAS BONN 08117 

DEPARTMENT PASS TREASURY 

E.O. 11652: N/A 
TAGS: EFIN, GW 

SUBJECT: GERMAN REACTION TO ITALIAN PRIOR DEPOSIT 
SCHEME 

1 . AT TODAY S PRESS CONFERENCE, FEDERAL SPOKESMAN 
BOELLING ANNOUNCED THAT IN VIEW OF THE SITUATION IN 
ITALY THE FEDERAL GOVERNMENT IS NOT GOING TO PRESS 
FOR COUNTER MEASURES AGAINST THE ITALIAN PRIOR 
DEPOSIT REGULATION. MINISTER ERTL, WHO WILL ATTEND 
THE EC AGRICULTURAL MINISTERS MEETING ON MAY 17-18, 
WILL HOWEVER REQUEST THE EC COMMISSION TO KEEP A 
WATCH THAT THE ITALIAN MEASURES WILL NOT RESULT IN 
DISTORTIONS OF COMPETITION. 
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